153

9004040223 NRG Info Notice 90-024, "Transportation of Model SPEC 2-T Radiographic
Exposure Device." Svc list encl.

CUNNSNGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
90/04/10. Consolidated Edison Co. of New York, Inc. 63pp. 53380:105-53380:171.

9004120133 NRC Info Notice 90-025, "Loss of Vital AC Power W/Subsequent RCS
Heatup." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/16.
Consolidated Edison Co. of New York, Inc. 101pp. 53440:001-53440:101.

9004180107 NRC Info Notice 90-026, "Inadequate Row of Essential Svc Water to
Room Coolers & HXs for ESF Sys." Svc list encl.

ROSSi.C.E. Division of Operational Events Assessment (Post 870411). 90/04/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53541:062-53541:160.

S. Reportabte occurrences, LERs & related correspondence

9004180224 NPDES noncompliance notification:on 890710 & 900203,09 & 15, spills in-
volving gallon or less of either diesel fuel or lubricating oil occurred at plantCaused by
failure analysts of sys.Petcock repaired & oil pot cap replaced.
SCHMIERBACH.M. Tennessee Valley Authority. 90/04/02. STONEBRAKER.R. Envi-
ronmental Protection Agency. 4pp. 53448:238-53448:241.

T. Hearing transcripts on non-antitrust matters

9003290010 Transcript of 900327 hearing in Bethesda,MD re low power testing.Pp 1-
133.W/related documentation.

*  Atomic Safety and Licensing Appeal Panel. 90/03/27. 135pp. 53222:022-53222:155.

0004200123 Transcript of 900418 hearing in Bethesda.MD re offsite emergency plan-
ning issues.Pp 1-190.

*  Atomic Safety and Licensing Appeal Panel. 90/04/18. 192pp. 53509:135-53509:326.

U. Congressional/Executive Correspondence

9004240208 Expresses concern that all safety & health issues failed to be addressed
during licensing process.per NRC issuance of full power license.NRC challenged to
prove that evacuation in area realistic.W/Certificate of Svc.Served on 900308.
MAVROULES.N. House of Rep. #190 10030. 90/03/01. CARR.K.M. Commissioners.
6pp. 53499:238-53499:243.

9004240192 Insists that Commissioner Carr attend 900314 hearing re emergency evac-
uation plans at plant since operation of plant could start as early as 90031 S.Certificate
of Svc encl. Served on 900308.

KOSTMAYER.P.H. House of Rep., Interior & Insular Affairs. #190 10028. 90/03/07.
CARR.K.M. Commissioners. 4pp. 53499:181-53499:184.

9004030189 Responds to 900228 Itr requesting Commission to delay plant licensing
proceeding.Commission authorized issuance of full power license for plant w/reasona-
bie assurance of public health & safety.

CARR.K.M.    Commissioners.    90/03/12.    KERRY.J.F.,    KENNEDY.E.M.    Senate.
MAVROULES.N. House of Rep. 4pp. 53295:112-53295:207.

-9004030191 Requests that Commission delay proceeding re full power licensing of
plant until resolution of all outstanding issues.lssues include implementation of emer-
gency planning & health.safety & welfare of citizens living near plant.
MAVROULES.N., KENNEDY.E.M., KERRY.J.F. Senate. 90/02/28. CARR.KM. Com-
missioners. 1p. 53295:116-53295:207.

9004240161 Requests responses to listed questions re high rejection rate for plant weld
radiographs found during JD Wampler review be resolved due to unsubstantiated con-
clusions found in NRC documents.W/Certificate of Svc.Served on 900314.
KENNEDY.E.M. Senate. #190 10069. 90/03/12. CARR.K.M. Commissioners. 6pp.
53499:171-53499:176.

9004040057 Discusses 900314 hearing re NRC licensing procedures & facility.NRC re-
sponse to questions re substance of adjudicatory decisions re facility inappropriate.
CARR.K.M. Commissioners. 90/03/13. UDALL.M.K. House of Rep.. Interior & Insular
Affairs. 5pp. 53496:010-53496:014.

9003230246 Responds to 900307 Itr re question of defects in weld radiographs at
plantNRC conducted insps of welding, NDE & QA program during const & determined
that plant could be operated safely.

CARR.K.M. Commissioners. 90/03/15. KOSTMAYER.P.H. House of Rep., Interior &
Insular Affairs. 31pp. 53359:216-53359:251.

-9003230248 Requests answers to addl questions re defects in radiographs of welds at
plant

KOSTMAYER.P.H. House of Rep., Interior & Insular Affairs. 90/03/07. CARR.K.M.
Commissioners. 8pp. 53496:002-53496:009.

9003230251 Responds to 900227 Itr re questions on weld radiographs at plantNRC
conducted insps of welding,NDE & QA program during const & determined that plant
could be operated safely.

CARR.K.M. Commissioners. 90/03/15. KENNEDY.E.M. Senate. 31pp. 53359:252-
53359:286.

-9003230254 Requests that NRC resolve allegations re significant defects in radio-
graphs of safety-related welds at plant.

KENNEDY.E.M. Senate. 90/02/27. CARR.K.M. Commissioners. 7pp. 53363:001-
53363:007.

9004030183 Forwards NRC General Counsel 900316 memo containing justification for
Commission refusal to answer questions of House Interior Subcommittee on General
Oversight & Investigations re adjudicatory decisions on Seabrook.
CURTISS,J.R. Commissioners. 90/03/16. KOSTMAYER.P.H. House of Rep.. Interior &
Insular Affairs. 1p. 53239:350-53239:360.

-9004030186 Provides justification for Commission refusal to answer questions of
House Interior Subcommittee on General Oversight & Investigations re min evacuation
time for nuclear power plants.

PARLER.W.C. Office of the General Counsel (Post 860701). 90/03/16. CARR, ROB-
ERTS, ROGERS Commissioners. 10pp. 53239:351-53239:360.

9004110059 Responds to 900313 & 16 Itrs re concerns that INPO repts showed safety
deficiences at plant.Review of repts indicated that no regulatory requirements violated
& that New Hampshire Yankee actions appropriate for issues raised.
CARR.K.M. Commissioners. 90/03/30. KOSTMAYER.P.H. House of Rep., Interior &
Insular Affairs. MARKEY.EJ. House of Rep. 6pp. 53534:174-53534:185.

-S004110063 Expresses concern re operation of plant until parties to licensing proceed-
ings given opportunity to examine INPO repts & responses & evaluate safety
significance.W/ltr to E Brown requesting prompt disclosure of evaluations to NRC.
KOSTMAYER.P.H., MARKEY.E.J. House of Rep., Interior & Insular Affairs. 90/03/13.
CARR.K.M. Commissioners. 7pp. 53557:054-53557:060.

DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9004090188 Revised EPIPs,including Revs 104 & 105 to EPP manual index, Rev 0 to
EPP-907 & Rev 9 to EPP Forms 907-1 - 907-4.W/900326 Itr.

CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 90/03/26. 35pp.
53350:006-53350:040.

9004160157 Forwards final SALP Repts 50-445/88-85 & 50-446/88-81 for Sept 1988 -
Aug 1989.

CRUTCHFIELD.D. Associate Director for Projects (Post 870411). 90/04/02.
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 3pp. 53433:308-
53434:002.

-9004160158 Final SALP Repts 50-445/88-85 & 50-446/88-81 for Sept 1988 - Aug
1989.

* Comanche Peak Project Division (890101-900602). 89/08/31. 50pp. 53433:311-
53434:002.

9004190078 Forwards conceptual figures of changes to protected area warehouse &
expansion of alternate access pointConst of warehouse should be completed by first
wk in Sept 1990. Security fence changes to be completed by first wk in Oct.
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 90/04/03. Docu-
ment Control Branch (Document Control Desk). 5pp. 53496:280-53496:284.

9004230039 Revised emergency plan procedures.including Rev 9 to EPP-309,Rev 5 to
EPP-117.Rev 8 to EPP-306.Rev 2 to EPP-902 & revised procedure indexes.W/900412
Itr.

WALKER.W.J.. WALKER.R.D. TU Electric (formerly Texas Utilities Generating Co.).
90/04/12. 166pp. 53543:084-53543:249.

9004200364 Discusses emergency preparedness public info program used to inform
permanent & transient population within 10-mile EPZ. Emergency-related info placed
in selected phone directories in use within EPZ & stickers provided to motels.
CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 90/04/17. Docu-
ment Control Branch (Document Control Desk). 2pp. 53540:213-53540:214.

Q. Adjudicatory correspondence

9004260041 Urges Commission to consider Citizens for Fair Util Regulation request to
delay full power licensing of plant until issue raised by residents can be further investi-
gated & resolved.Related correspondence.

BRINK.B. Citizens for Fair Utility Regulation. #290 10259. 90/04/12. Commissioners.
10pp. 53524:338-53524:347.

H. General correspondence

9004190069 Responds to 900214 Itr from constituent K McCook raising concerns re
plant licensing.specifically allegations of drug use & excessive overtime by welders
during plant constUtil corrective actions adequate to protect public safety.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/04/05. BENTSEN.L
Senate. 7pp. 53496:202-53496:211.

-9004190070 Forwards constituent K McCook 900131 Itr demanding public hearings on
charges of drugged welders & excessive overtime by welders.
BENTSEN.L Senate. 90/02/14. RATHBUN.D. NRC - No Detailed Affiliation Given.
3pp. 53496:209-53496:211.

J. insurance & indemnity information

9004030017 Forwards ANI/MAELU & Nuclear Electric Insurance Ltd certificates of in-
surance evidencing property damage insurance for plant.

CAHILL.WJ., MARSHALLJ.S. TU Electric (formerly Texas Utilities Generating Co.).
90/03/22. Document Control Branch (Document Control Desk). 7pp. 53265:070-
53265:076.

9004050473 Forwards Endorsements 1-4 to MAELU Certificate M-90. Endorsements 1-9
to MAELU Policy MF-131,Endorsements 29-33 to NELIA Policy NF-274 & Endorse-
ments 1-3 to NELIA Certificate N-90.

MARSHALLJ.S, TU Electric (formerly Texas Utilities Generating Co.). 90/03/27.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 70pp.
53300:029-53300:099.

9004200521 Forwards Endorsements 9-11 to MAELU Certificate MW-190, Endorse-
ments 8-10 to NELIA Certificate NW-167 & Endorsement 33 to NELIA Policy NF-274.
MARSHALLJ.S. TU Electric (formerly Texas Utilities Generating Co.). 90/04/12.
MURLEY.T. Office of Nuclear Reactor Regulation, Director (Post 870411). 8pp.
53507:276-53507:283.

9004200472 Forwards License NPF-87,safety evaluatton.FR notice, antitrust license
conditions & Amend 8 to Indemnity Agreement B-96.

GRIMES.C.I. Comanche Peak Project Division (890101-900602). 90/04/17.
CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 4pp. 53541:266-
53541:299.of. #290 10241. 90/04/12. Atomic
